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Notificationsby High Court, Advertisement, Notices and Change of Name etc. 


CHAIRMAN 


BOARD OF EXAMINERS HARYANA , CHANDIGARH 


Notification 


The 11th January , 2018 
No. BOE /EXAM /2017 /504.— The result of the Examination held under the Boiler Operation Engineers Rule 
2011, on 10th January, 2018 , for the grant of Operation Engineers Certificate of Proficiency (Granted under Rule 
Operation Engineers Rules 2011) of the success candidates is announced as under: 


1 


BOE / 2017 /009 


Arpitsinh Jadeja 


Dilipsinh Jadeja 


Passed 


2 


BOE / 2017 /036 


Amit Kumar Jha 


Mohan Jha 


Passed 


3 


BOE /2017 /037 


Rajesh Maurya 


Ramesh Maurya 


Passed 


4 


BOE / 2017 /074 


Virender Gupta 


Gian Chand Gupta 


Passed 


5 


BOE /2017 /079 


Rajbir Singh 


Maha Singh 


Passed 


6 


BOE /2017 / 115 


Subham Goswami 


Pradip Ranjan Goswami 


Passed 


7 . 


BOE /2017 /330 


Alfurqanm M.Jahagirdar 


Mehboobpasha Jahagirdar 


Passed 


oo 


BOE /2017 /396 


Davinder Singh 


Ranjit Singh 


Passed 


9 


BOE / 2017 /432 


Sanjay Kumar 


Bijender Singh 


Passed 


10 


BOE /2017 /435 


Sushanth S. 


A. P. Sugunan 


Passed 


11 


BOE /2017 / 454 


Janender Kr. Badesra 


Dharmpal 


Passed 


12 


BOE / 2017 /498 


BalKrishna Agarwal 


Gopal Krishna Agarwal 


Passed 


13 


BOE /2017 /548 


Amit Gupta 


Jagdish Prasad Gupta 


Passed 


14 


BOE / 2017 /554 


Raju Bhardwaj 


Passed 


15 


BOE /2017 / 567 


Arvind Bhardwaj 
Balmukund Jangid 
Chanki Bhardwaj 


Pannalal Jangid 


Passed 


16 


BOE /2017 /584 


Sita Ram Sharma 


Passed 


( 37 ) 
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17 


BOE / 2017 /605 


Vikram Singh Shoun 


Man Singh Shoun 


Passed 


18 


BOE /2017 /618 


Ankur Kashyap 


Jeevan Lal 


Passed 


19 


BOE / 2017 /621 


Puneet Singh 


Hari Singh 


Passed 


20 


BOE /2017 /628 


Rakesh Kumar Choudhary 


Dalip Singh Choudhary 


Passed 


21 


BOE /2017 /663 


Ashish Sharma 


Mahesh Kumar Sharma 


Passed 


22 


BOE /2017 /678 


Vijay Verma 


Surender Verma 


Passed 
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(Sd . ) ... , 
Chairman Board of Examiners, 
cum - Chief Inspector of Boilers, 

Haryana . 
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